SIR GEORGE WILLIAMS UNIVERSITY 


1435 DRUMMOND ST., MONTREAL 25 ee 
TELEPHONE 844-0131 eS 


November 26th, 1965. 


CENTREX COMES TO SIR GEORGE WILLIAMS UNIVERSITY 


Sir George Williams University, as a part of its continued 
search for the most up-to-date equipment and laboratories, announ- 
ces that the most advanced telephone system available in Canada 
today, will come into use at Sir George Williams University on 
December 6th. 


The first of its kind among the Quebec Universities, the new 
Centrex system will feature "direct inward dialing" to the many 
telephones of the University. Each telephone at Sir George will 
have its own seven-digit number beginning with the figures "879". 
People will still be able to call a central number, which will be 
changed on December 6th, from the present 844+0131 to 879-5995. 


The "direct inward dialing" feature will leave switchboard 
operators free to provide more efficient service to callers who do 
not know the number of the person they wish to reach. Bell offi- 
cials also expect that more than 80% of calls to Sir George Williams 
will be dialed direct to individual telephones and that, virtually, 
all outgoing calls from the university will be placed without the 
help of an operator. 


From a space requirement point of view, it was found that the 
Centrex system was the most economical for Sir George Williams 
University who has continuously been plagued with space problems. 
The new equipment is located in one room in the Henry F. Hall 
building. The switchboard operators will, therefore, be the first 
to occupy space in the new building. They will move into their new 
quarters on December 6th. We believe that this could provide you 
with a most interesting human feature story as the girls will have 
to wear a helmet to get to and from their work. 
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We, therefore, invite your reporter and photographer to meet 
the switchboard operators at 8:00 a.m., Monday, December 6th, at 
the corner of Burnside and Bishop streets. 


Sincerely yours, 


alps boexgs 


Treff1lé Lacombe, 
Assistant to the Principal. 


SIR GEORGE WILLIAMS UNIVERSITY 


1435 DRUMMOND ST., MONTREAL 25 
TELEPHONE 844-0131 


Le 26 novembre 1965. 


NOUVEAU SERVICE TELEPHONIQUE A L'UNIVERSITE SIR GEORGE WILLIAMS 


A compter du 6 décembre 1965, l'Université Sir George Williams 
utilisera le systéme téléphonique "Centrex". Ce nouveau service 
permettra de communiquer directement avec les officiers de 1'Univer- 
sité sans l'intervention du standard. 


L'Université Sir George Williams sera la premiére université 
au Québec 4 utiliser ce systéme. Naturellement, le numéro principal 
doit aussi changer. Dorénavant, on composera 879-5995 pour tous 
les renseignements généraux. Nous espérons que ce changement nous 
permettra d'offrir un service plus rapide et plus efficace. 


Le nouvel équipement téléphonique a été installé dans 1'édi- 
fice Henry F. Hall. Les téléphonistes seront donc les premiéres a 
occuper le nouvel immeuble. Croyant que vous pourrez croquer d'in- 
téressantes photos alors que les demoiselles entreront avec leur 
casque protecteur, je vous invite donc a les rencontrer a 8:00 a.m. 
a l'intersection des rues Burnside et Bishop. 


Sincérement vdtre, 


ype 


Treff1é Lacombe, 
Adjoint au Recteur. 


